The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street. Jamaica Plain, MA 02130 

DEVALL. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SeCRETARV 

JOHN AUERBACH 
COMMISSIONER 

02/02/12 

Meghan King 

Assistant District Attorney, Suffolk County 
Dear ADA Meghan King 

^^^Enciosed is the informationyou requested in regards to Commonwealth 
number^^^^H. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Lisa Glazer. If you have any questions about these materials, please call me at the number 
below. 


Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM4\08_14_08\617525.D 

ASD 

14 Aug 2008 13:19 

BLANK 

1 

DRUGS 

RTE 




Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


617525.D Thu Feb 02 13:25:32 2012 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_14_08\617526.D 

ASD 

14 Aug 2008 13:33 

COCAINE STD 

26 
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RTE 


^bundance 
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00 
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617526.D 


Thu Feb 02 13:25:35 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_14_08\617526.D 
ASD 

14 Aug 2008 13:33 

COCAINE STD 

26 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 

1 

4.28 C:\DATABASE\SLI.L 

COCAINE 
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82 


Average of 4.256 to 035 niin.: '617626.D (-) 
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617526 .D 


Thu Feb 02 13:25:36 2012 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_14_08\617538.D 

ASD 

14 Aug 2008 16:18 

BLANK 
LAG 
1 

DRUGS 

RTE 



frime-> °2.bo 2.b6 3.00 3.50 4.00 4.50 ' 5.00 5,50 6.00 6.50 7.0o 7.50 8.60^ 8.60 9.bo_ '9,56 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


617538.D Thu Feb 02 13:26:26 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : E:\SYSTEM4\08_14_08\617539.D 

Operator .* ASD 

Date Acquired ; ^^u^2M8 16:32 

Sample Name : 

Submitted by : LAG 

Vial Number : 39 

AcquisitionMeth: DRUGS 
Integrator ; RTE 

Sbundan^ . “T!Cr6i753'g:D‘. 

! 5000000: 


4000000: 
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Ret. Time 

Area 

Area % 

Ratio % 

1.939 

271905 
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4.303 

9776761 

97.29 

100.00 


617539.D Thu Feb 02 13:26:29 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

E;\SYSTEM4\08 14 08\617539.D 



Operator 

ASD 



Date Acquired 

14 Aug 2008 16:32 



Sample Marne 




Submitted by 

LAG 



Vial Number 

39 



AcquisitionMe t h 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI,L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : E:\SYSTEM4\08_14_08\617539.D 

Operator ; ASD 

Date Acquired : ^^A^^ 2008 16:32 

Sample Name : 

Submitted by : LAG 
Vial Number : 39 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


000050-36-2 99 


Search Libraries; C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


2 4.30 C:\DATABASE\SLI.L 

COCAINE 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

Er\SYSTEM4\08_14_08\617547.D 
ASD 

14 Aug 2008 18:22 

BLANK 

1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


617547.D 


Thu Feb 02 13:27:12 2012 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

E:\SYSTEM4\ 

ASD 

14 Aug 2008 
COCAINE STD 

48 

DRUGS 

RTE 


08__14_08\617548 .D 
18:35 
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Area % 

Ratio % 
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100.00 

100.00 


617548.D 


Thu Feb 02 13:27:16 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM4\08 14 08\617548.D 


Operator 

ASD 


Date Acquired 

14 Aug 2008 18:35 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

48 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 4.28 C 
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617548,0 Thu Feb 02 13:27:16 2012 


Page 2 


Folk OIG PRR 020631 




















